5609 E. Rosewood St., 

Tucson, Arizona. 

Nov.50,1967. 

Mr. Harold Vfeiaburg, 

Hyattstown, Md. 

Tear Mr, We Is burg 1 V/hethor I said that I have a couple of articles, one about 

7,000 words and the other about 5#000 words ana lyzingj first the vertical and horiz- 
ontal angla of the wound and second the re-enactment ^ I would lilce^ 1 0 dispose of I 
don*t know 6ut I have them. So far I ^ve tried two magazines iSe/y^ave published a 
great deal of material or(the assassi^irtluv they were not interested. Mgrybo^ should 
have sent sketches but I didn*t. Now i am trying two other magazines\wh i^^nave recant 
articles on the subject. If I.have any luck I am going to try to publish a book with 
at least that much material that I have found nowhere else, I was interested in tha 
case from the beginning but^j^a couple of ulcers got 1 0 me about that time so I had a % 

bad year or two and a dangerous operation, in case I didn't mention it, and so didn*t 
really get into the case until afterJ^at OBS whitewash of last June. I wrote a letter 
to Walter Cronkite and told him that review was about as cheesy as the pair of Haggis's 
drawers Oswald was accustomed to have v«ved at him from the rifle pita but he had gone 
on vacation and someone else wrote to say something to the effect that I was one of 
the very few who firiticized. Most people who can read don't, I suppose. But then I 
found out that the truth of the Report is in the critics (all but two or three) and in 
the testimony and documents, published and unpublished. 

Where the FBI went off half cocked right of the bat was with 
that "45 to 60 degree angle" thing. I used to live in Dallas but that was quite a while 
ago, A friend of long ago who is still there avoids me now. However, I inspacfred the 
site,Dealey Plaza around the Book Deposit ory,s 0 I can say flatly that there is no 
place around that spot from which a shot could be fired to malce a hole at an angle of 
even 45 degrees downward in the President's back^ Mr. Kennedy would, when his bacK was 
tumed|have been farther from the foot of. the building thah the roof of the building 
is so, ..those angles are out. You see, I am an engineer wiith a lot of experience in 
^suoh matters as well as a lot of knowledge about literature so,,, 

I liked what you had to say about the autopsy in general.it 
was sloppily handled, but when Dr, Humes exclaimed, as I have heard he did, "So that's 
iti" when he learned what the Dallas doctors had done, to me it meant that be not only 
knew then what had happened to the throat but knew his way ahead. He probably burned 
his notes because, having been made under a misapprehension, they were probably seemingly 
a bit silly and a proud man of sound reputation could be pardoned for doing as he did. 
Anyhow, that was the pafpem I had gathered from the earliest television reports. Thus 
I rather t^hink the official autopsy report is correct and Dr. Boswell is reported to 
have seen the X*Rays and said they supported the report. Then Dr, Humes reported bru- 
ises on the right pleura (lung cavity membrane) and also on the apex of the right lobe 
od the lung which show the passage of the bullet about or 5 inches in fr^om the entry 
in the neok-ehoulder juncture, I also thought the neck wound an exit wound and that 
the rather flabby flesh pf the neck would flop back after the passage of a bullet rafeher 
farther than firmer flasb\ would. The entry wound was 4x7 ^i, indicating a large angle 
to the right but tha 4mm shows that the firH]flesh expanded back about 2mni, after being 
pushed aside by the 6mm, bullet. 

Dr. Humes said that the bullet entered "just over the clair- 
icle" and it made its exit through the lower trachea rings, FBI Exhibit 60 shows that 
the bullet nicked the collar band though comment tries to make it something else, about 
one eighth inch to the left of the midline of the throat. The collar band is, of course, 
at just about the level of the top of the collar bone in front. Now "just over" thex 
collar bone in the back to'^just everi\With the collar bone in friwit with a square shoul- 
dered man not overly fleshed such as Kennedy was makes a drop of about ^ to 6 tenths 

travelling % inchea. If the drop ia 6 tenths, the 
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vertical angle is 6^ degrees. It may be ^ or it may be 7 |,hardlbr more. 

That terribly^yerd^wn Commiaaion Exhibit No. 585 ahowa about 8 or 
9 degrees but Dr, Humes said Accurate and not to scale which ia quite ob- 

vious to one accustomed to such things. I think the point of that so-called aitiatx ‘a 
arrow is t 00 low though he probably didn't mean anything. In any case, even if one accepts 
that angle as accurate, and Humes said it -was not, it still knocks the tar out of the 
Report for the angle up t 0 the sixth floor window is 21 degrees minutes accordin g 
to the Commiaaion s own measurements and you can't shoot at a man through open air 
when he is only 59 yards or so away from an anglax21xiisg Elevation of *about 60 feet 
above him and punch a hole in him onl;ft6*|- 1 0 8 or even 10 or 12 degrees " 

As for the horizontal angle 1 The point of entry was % inches from 
the point of the right shoulder, to • Kennedy, according to a local tailor and by com- 
parison with other people I know,^Dout 18^ to I8J inches across the shouiidera from 
point to point. Half the amaller width io 9 1/8 inches and to that must be added the 
1/0 inch to the left of midline at which-fbe bullet made esit. Subtract from the result- 
ing 9;^ inches the ^ inches from the point and the result is J ^/k inches which is/. 
the distance in horizontal projection of the two wounds apart from back of shoulder'fo 
frortjof throat. Thus I have an angle the sine of which is J over % which is an 

angle of degrees. Thus Mr, Kennedy was shot from a ooint about 6| degrees up and 
about 45 degrees or more to his right. I know the exact spot and it is b^far the best 
sniper a hideout in the whole area. It is, of course, not 60 fei^t up but very much’ less,. 

At the -ranges of this assassination, the bullets were travelling at very flat 

I wasx struck by the ballistics aaspects of the case from the first 
and I could have said with the late Robert Ruark who knew about such things t"The ball- 
iatioSend makes no aenae," 

The so-called re-enactment doesn't re-enact anything but seta up 
a new crime altogether. That la shown by the Photographs Through the Rifle Scope, Bullets 
nearly always, if the ammunit ion, rifle and what not are in normally good shape,, fly in 
the vertical plane marked by the vertical crosshair. ..and if tVuly fired, strike at the 
level ofxfcbcKxhsxix marked by the horizontal crosshair, I havej)een shooting more or leas 
since the age of about 10 and have about seven rifles, three pistols and a double barr- 
elled shotgun in the house. One of my rifles is a Springfield 5O-O6 which is about the 
same size and heft and external dimensions, others for that matter,as the 7.65 mm, German 
Mauser. The two guns look quite a lot alike. I also own a 7.55 nim. Mannlicher-Carcano 
which is externally almost if not quite exactly like that 6.5mm. and the gun is a mid^ret 
compared to the Springfield or the ? Mauser. There are several calibers among the Mausers 
but all I know about range from 7 mm, to 8mm. and look pretty much alike. Thus I have 
never believed that those Dallas "clowns, Weitzman- Boone and Wad* made any mistake in 
the gun they fo'jnd in the first place. They just lan in a ringer when the FBI dug up 
the gun they can t prove Oswald ever owned, Ee Morenschild saw a rifle of tfe y pg in 
Oswald s apartment in April of 1965 as you know but he could not idetttify a Articular 
gun. You just don t look at a gun and aay off hand "^es, that 'a the one." You have got 
to look at the serial nulttier or other mark that distinguishes ,t 0 you at least, that 
gun from all others. Thus Marina could never have identified that gun no matter how 
Mny times she says soThe Commission never had a case against Oswald as far as the shoot- 
ing of Kennedy is concerned and he couldn't have hit anything with that gun and its buste 
sight and worn and pitted interior of the-barrell and no practuce at all. Moreo^(»er, 
the crime the Commission set up is a fake and the angle the PBI,praoumably,figured 
near the bottom of page IO6 of the Govt, Prihfing Bffice dition of the report is... 

well, the beet wie can say for those clowns is that they didn't know what they were R 
d oing. 

Vell...thab ought to be enough out of me for the time. 









Since rely. 




(Ret) 



